DOCKETED ITEMS     101

9106270001 Forwards insp repts 50-348/91-11 & 50-364/91-11.No violations noted
COLLINS.D.M. Region 2 (Post 820201). 91/06/11. HAIRSTON.W.G. Alabama Power
Co. 3pp. 58222:091-58222:101.

-9106270002 Insp repts 50-348/91-11 & 50-364/91-11 on 910513-17. Violations
noted.Major areas inspected:operational readiness of site emergency preparedness
program.facilities.equipment, instrumentation & supplies.

KREH.J.L,   RANKIN.W.H.   Region   2   (Post  820201).   91/06/07.   8pp.   58222-094-
58222:101.

9106240270 Responds to NRC telcon questions re util 891106 response to NRC Bulle-
tin 88-010 on Heinemann Model AM-2-A3-A molded-case circuit breakers. Vendor doc-
umentation & excerpts from Test Rept 49799-1 encl.

WOODARD.J.D. Alabama Power Co. 91/06/18. Document Control Branch (Document
Control Desk). 6pp. 58212:321-58212:326.

R. Periodic operating reports & related correspondence

9106180448 Monthly operating rept for May 1991 for JM Farley Unit 2. W/910611 Itr.
MOREY.D.N., WOODARD.J.D. Alabama Power Co. 91/05/31. 5pp. 58171:321-
58171:325.

DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2

P. Operating license stage documents & correspondence

9106040114 Notification of 910606 meeting w/util in Rockville.MD to discuss util submit-
tal dtd 910226 re allowable outage time for surveillance testing of electrical instrumen-
tation at facility.

JABBOUR.K.N. Project Directorate II-3. 91/05/24. MATTHEWS.D.B. Project Director-
ate II-3. 4pp. 57894:043-57894:046.

9106040151 Agrees w/conclusions that weld repair is conservative for case & structural
integrity of safe-end to safe-end extension weld will be maintained.
JABBOUR.K.N. Project Directorate II-3. 91/05/24. HAIRSTON.W.G. Georgia Power
Co. 3pp. 57894:093-57894:095.

9106050088 Forwards SER in support of requested relief from ASME & pressure vessel
code requirement containment cooling leakage units leakage.

MATTHEWS.D.B. Project Directorate II-3. 91/05/24. HAIRSTON.W.G. Georgia Power
Co. 4pp. 57931:077-57931:083.

-9106050092 SER approving request for temporary relief for primary containment cool-
ing units.

*   Office of Nuclear Reactor Regulation, Director (Post 870411).  91/05/24. 3pp.
57931:081-57931:083.

9106070254 Forwards Rev 0 to "El Hatch Nuclear Plant Unit 2 Core Operating Limits
Rept for Operating Cycle 10."

BECKHAM.J.T. Georgia Power Co. 91/06/03. Document Control Branch (Document
Control Desk). 2pp. 58016:333-58016:352.

-9106070256 Rev 0 to "El Hatch Nuclear Plant Unit 2 Core Operating Limits Rept for
Operating Cycle 10."
' Georgia Power Co. 91/05/01. 17pp. 58016:335-58016:352.

9106110240 Notification of 910620 meeting w/util in Baxley.GA to discuss status of cur-
rent licensing activities & corporate initiatives for facilities.

JABBOUR.K.N. Project Directorate II-3. 91/06/04. MATTHEWS.D.B. Project Director-
ate II-3. 2pp. 58098:172-58098:181.

-9106110244 Notification of 910620 meeting w/util in Baxley.GA to discuss status of
current licensing activities & corporate initiatives for facilities.Agenda encl.
JABBOUR.K.N. Project Directorate II-3. 91/06/05. MATTHEWS.D.B. Project Director-
ate II-3. 4pp. 58098:174-58098:181.

9106180300 Application for amends to License DPR-57 & NPF-5,revising Tech Specs re
spent fuel pool water depth above irradiated fuel & correcting administrative errors &
post-LOCA radiation monitor calibr frequency.

MCDONALD.R.P. Georgia Power Co. 91/06/13. Document Control Branch (Document
Control Desk). 11pp. 58171:019-58171:047.

-9106180301 Proposed Tech Specs re spent fuel pool water depth above irradiated
fuel & post-LOCA radiation monitor calibr frequency.

*  Georgia Power Co. 91/06/13. 17pp. 58171:030-58171:047.

9106200018 Ack receipt of 910515 Itr & check for $50,000 in payment for civil penalty
proposed in NRC 910415 Itr.

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/18. HAIRSTON.W.G. Geor-
gia Power Co. 2pp. 58161:104-58161:105.

9106270215 Reiterates comments expressed in 910530 meeting w/NRC re generic
issues associated w/NRC procurement assessment rept for facility.
MARION.A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 91 /06/20. GRIMES.B.K. Division of Reactor Inspection & Safeguards
(Post 870411). 6pp. 58254:303-58254:308.

Q. Inspection reports, IE Bulletins & correspondence

9106110085 Notifies of NRC reversal on position re written ack of receipt/review of re-
sponses to notice of violations.

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. HAtRSTON.W.G. Georgia Power
Co. 4pp. 57997:108-57997:111.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment <Post 870411). 91/05/15.
Consolidated Edison Co. of New York. Inc. 85pp. 57906:176-57906:262.

9106060245 Forwards Insp Repts 50-321/91-10 & 50-366/91-10 on 910422-26.NO vio-
lations or deviations noted.

JUHAN.C.A. Region 2 (Post 820201). 91/05/28. HAIRSTORW.G. Georgia Power Co.
3pp. 58003:042-58003:055.

-9106060253 Insp Repts 50-321/91-10 & 50-366/91-10 on 910422-26.No violations or
deviations noted.Major areas inspected: inservice insp exam procedure.review of in-
service insp records & implementation of Generic Ltr 90-05.

COLEY.J.L,   BLAKE.J.J.   Region   2   (Post   820201).   91/05/23.   11pp.   58003:045-
58003:055.                              ax/                            KH

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03
Consolidated Edison Co. of New York. Inc. 84pp. 58146:088-58146:172.

9106110111 Forwards insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 91/06/03. HAIRSTON.W.G. Georgia Power
Co. 3pp. 57998:042-57998:055.

-9106110115 Insp repts 50-321/91-14 & 50-366/91-14 on 910506-10.No violations or
deviations noted.Major areas inspected:audits, radiological effluent monitoring & con-
trols & followup on info notices.

JONES.D.W..  DECKERJ.R. Region 2 (Post 820201). 91/05/30. 11pp. 57998:045-
57998:055.

9106100363 Ack receipt of 910523 Itr advising NRC of corrective actions in response to
violations noted in Insp Repts 50-321/91-06 & 50-366/91-06.
STOHR.J.P. Region 2 (Post 820201). 91/06/05. HAIRSTON.W.G. Georgia Power Co
3pp. 58017:299-58017:301.

9106270356 Forwards insp repts 50-321/91-11 & 50-366/91-11 on 910429-0503 &
29.No violation noted.

PEEBLES.T.A. Region 2 (Post 820201). 91/06/07. HAIRSTON.W.G. Georgia Power
Co. 3pp. 58233:131-58233:143.

-9106270376 Operational safety team insp repts 50-321/91-11  & 50-366/91-11  on
910429-0503   &   29.No   violations   noted.Major   areas   inspected:recent   reactor
scrams.corrective actions, root cause analysis & control of setpoints.
MELLEN.L.,   BRESLAU.B.  Region 2  (Post  820201).  91/06/05.  10pp.  58233:134-
58233:143.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York. Inc. 85pp. 58162:159-58162:244.

9106280121 Notification of contract execution.Task Order 36: "Electrical Distribution
Functional Insp-Hatch 1 & 2." ContractonAECL Technologies,
DUBOSE.B. Division of Contracts & Property Management (Post 890205). NRC-03-90-
031. 91/06/13. SCHWINK.W.S. Program Management, Policy Development & Analy-
sis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
58248:057-58248:065.

-9106280133 Ltr contract NRC-03-90-031,task order 36 to "Electrical Distribution Func-
tional Insp-Hatch 1 & 2," confirming 910606 verbal authorization to establish financial
ceiling.

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-90-031.
91/06/11. SHIFLETT.D.R. AECL Technologies. 8pp. 58248:058-58248:065.

9106200058 Forwards util response to SALP Repts 50-321/91-07 & 50-366/91-07.
BECKHAM.J.T. Georgia Power Co. 91/06/14. Document Control Branch (Document
Control Desk). 9pp. 58200:343-58200:351.

9106270070 Forwards insp repts 50-321/91-13 & 50-366/91-13 on 910506-10 & notice
of violation.

STOHR.J.P. Region 2 (Post 820201). 91/06/17. HAIRSTON.W.G. Georgia Power Co.
4pp. 58223:054-58223:068.

-9106270075 Notice of violation from insp on 910506-10.Violation noted: several times
individuals entered posted high radiation area w/o TS required controls.
STOHR.J.P. Region 2 (Post 820201). 91/06/17. 2pp. 58223:058-58223:059.

-9106270080 Insp repts 50-321/91-13 & 50-366/91-13 on 910506-10.No violations
noted.Major areas isispected:occupational radiation exposure during extended
outages.audits, appraisals,training & qualifications.

LOUDEN.P.L, SHORTRIDGE.R.B,. POTTER.J.P. Region 2 (Post 820201). 91/06/12.
9pp. 58223:060-58223:068.

9106270159 Provides response to 910509 Itr re violations noted in Insp Repts 50-321 /
91-04 & 50-366/91-04.Corrective actions:HPCI sys left w/suppression pool as suction
source until CST level switch setpoints changed.

BECKHAM.J.T. Georgia Power Co. 91/06/21. Document Control Branch (Document
Control Desk). 9pp. 58264:333-58264:341.

R. Periodic operating reports & related correspondence

9106190103 Monthly operating repts for May 1991 for Hatch Nuclear Plant Units 1 &
2.W/910614 Itr.

BEARD.R.M.,   BECKHAMJ.T.   Georgia   Power   Co.   91/05/31.   11pp.   58195:325-
58195:335.

S. Reportable occurrences, LERs & related correspondence

9106070102 LER 91-013-00:on 910506,unplanned actuation of ESF occurred. Caused
by spurious electrical spiking of neutron monitoring instrumentAffected neutron moni-
toring instrument bypassed, scram reset & instrument returned to svc.W/910603 Itr.
TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 91/06/03. 5pp. 58009:209-58009:213.

9106100335 LER 9l-014-00:on 910508,discrepancy noted between TS 3.9.10 & design
of high density fuel storage sys racks in spent fuel pool.Caused by less than adequate
design change safety evaluation.Change to TS 3.10.D will be sent.W/910605 Itr.
TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 91/06/05. 7pp. 58162:112-58162:118. & 50-364/91-09 on 910429-0503.No violations
